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Street Cars— Cleaning and Ventilation. (Ord. C1848, Jan. 4, 1915.) 

Sec. 89. Every closed street railway passenger car operated in Spokane shall be 
properly ventilated while in operation and shall be properly aired at the end of each 
round trip. It shall also be cleaned at the end of each day's run and disinfected at 
least once each week in such manner as the health officer may direct or approve. The 
dry sweeping or dusting of any street car while it is on any street is strictly prohibited. 
The president of the board of health, the health officer, or any of his deputies may 
order any street railway passenger car operated in violation of any provision of this 
section to the car barns, and the company shall immediately comply with said order. 
All street cars shall be adequately heated in cold weather. 

Sweeping of Sidewalks— Regulation of. (Ord. C1848, Jan. 4, 1915.) 

Sec. 90. The dry sweeping of any sidewalk within the fire limits, except when the 
temperature is below the freezing point, is hereby prohibited. All such sweeping shall 
be done between the hours of 12 o'clock midnight and 7.30 o'clock a. m. 

Rummage Sales— Permit Required. (Ord. C1848, Jan. 4, 1915.) 

Sec 91. Any person desiring to conduct a rummage sale or establish a place where 
secondhand articles of clothing, toys, books, or wearing apparel are disposed of shall, 
before selling, offering for sale, or giving away free of charge any of the aforesaid 
articles, apply to the health officer for permission to do so. It being expressly under- 
stood that such permission shall be granted when the aforesaid articles are thoroughly 
fumigated in such manner as the health department may direct, 

Domestic Animals — Disposal of Dead Bodies — Poultry — Keeping of— Coops and 
Inclosures. (Ord. C1848, Jan. 4, 1915.) 

Sec. 92. No person shall deposit, leave, place, or bury the carcass of any dead animal 
in any place within the city of Spokane, or in the Spokane River, or Latah Creek, 
within the city limits. 

Sec. 93. The owner or owners of any dead animal which shall die' r Whin the city of 
Spokane shall, within four hours after the death of said animal, nojtify \he city crema- 
tory division to remove the dead body, at his expense. 

Sec. 94. No person, or persons, shall haul or convey the carcass of any dead animal 
within the city of Spokane without first having obtained a permit therefor from the 
health officer. 

Sec. 95. No poultry or pigeon coops shall be located, or any poultry or pigeons be 
kept, housed, or yarded nearer than 15 feet from any occupied house or residence, 
except that live poultry may be kept for sale in stores or markets under such regula- 
tions as the health department may prescribe. 

Sec 96. All poultry or pigeon coops, or houses and pens or yards, shall be kept clean 
and free from decaying foods and from filth of any kind. Pens or yards must be raked 
and all filthy litter removed at least once each week from April 1 to November 1. 
Four square feet of yard room for each fowl shall be provided, and all pens or yards 
shall be spaded whenever so required by the health department. 

Sec. 97. All poultry and pigeon coops and houses shall be properly lighted and 
ventilated, shall be kept free from vermin, and shall be whitewashed or disinfected and 
put in such condition as may be ordered by the health department. 

Sec. 98. The droppings from poultry and pigeons and the yard rakings shall be 
subject to all provisions of this ordinance relating to stable manure. 

Stables— Location and Construction; Manure — Care and Disposal. (Ord. C1848, 

Jan. 4, 1915.) 

Sec 99. It shall be unlawful for any person to construct, reconstruct, maintain, 
use, or occupy any building or premises as a stable for two or more animals without 
first obtaining a permit from the health department, specifying the name of the 
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permittee, the location of the building or premises to be used as a stable, and the 
number and kind of animals that may be kept therein, and such restrictions and 
regulations as the said health officer may prescribe, provided the same are not in 
conflict with any city ordinance. 

Sec. 100. It shall be unlawful for any person to construct, reconstruct, maintain, 
use, or occupy any building or premises as a stable for not more than three animals, 
without first complying with such restrictions and regulations as the health officer may 
prescribe. 

Sec. 101. Applications for a permit for a stable required by the foregoing section 
shall be made on blanks to be furnished by the health department and shall state the 
location of the buildings or premises to be used as a stable and the number and kind 
of animals to be sheltered therein, and the health department shall within 48 hours 
beginning at 8 a. m. following the receipt of the application approve the same and 
issue a permit therefor, or reject the same and notify the applicant of such rejection 
by mail. 

Sec. 102. All stables to be erected, occupied, or used as provided for in the foregoing 
section shall be subject to the following requirements or regulations. 

Sec 103. No such stable shall be nearer than 30 feet to any dwelling or residence, 
or building occupied as such. 

Sec. 104. All such stables must be properly ventilated, shall have at least 2 square 
feet of unobstructed window glass for each horse, and 4 square feet for each cow, and 
not less than 500 cubic feet of air space for each animal, and shall have a water-tight 
roof. 

Sec 105. Whenever in the judgment of the health officer, the conditions require it, 
he shall order the floors to be made of concrete or some other impervious material, 
drained to, and connected with the public sewer, or with a cesspool, and the water 
trough placed inside the stable over the cement floor or if of necessity to be placed 
outside, a cement floor drained to the sewer or cesspool shall be provided. 

Sec 106. Every stable, shed, or other building in the city of Spokane, where a 
horse, cow, or'otner animal is kept, shall have either within or immediately adjoining 
it, a flyproof , covered, water-tight room, box, or bin, for receiving and holding manure 
and litter accumulating between the times of removal from the premises, of such size 
and construction and located and ventilated, as may be approved by the health depart- 
ment. This manure room, box, or bin, or any other receptacle, shall be kept tightly 
closed at all times except when in the actual use of filling or emptying same, and such 
room, box, bin, or receptacle, shall not be overfilled, and shall be completely emptied 
whenever filled, and at least once each week from April 1 to November 1, and the 
same shall be cleaned and disinfected with a solution of lime or any standard dis- 
infectant, whenever so ordered by the health department. 

Sec. 107. The floor of all stables or buildings named in the preceding section shall 
be cleaned daily and all manure and litter shall be removed to, and deposited in the 
manure room, manure box, or bin, and such floors shall be flushed with running 
water at least twice a week, and shall be disinfected with a solution of lime or standard 
disinfectant whenever so ordered by the health department. 

Sec. 108. All yards surrounding stables or buildings where animals are housed 
shall be kept well drained and free from standing water and filth. 

Sec. 109. Under no circumstances shall any manure be thrown or deposited in any 
alley, street, or public place or on any vacant lot; but the scattering of manure on 
the lawn or garden for fertilizing purposes shall be permitted between November 1 
of one year and April 1 of the succeeding year, provided the same is not of such a 
nature or in such condition as to be a nuisance to the neighborhood or the general 
public. 

Sec 110. All manure shall be removed in properly covered wagons, cars, or other 
vehicles so loaded as to prevent scattering during transportation through the streets 
and alleys, or along the railway rights of way in the city of Spokane. 
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Sec. 111. The provisions of this ordinance relating to stables shall not be con- 
strued to waive or abolish the permit required by the building ordinance of the city 
of Spokane. 

Privies and Cesspools — Location, Construction, and Disposal of Contents. (Ord. 

C1848, Jan. 4, 1915.) 

Sec. 112. It shall be unlawful for any person to dig or use, or caues to be dug or 
used, any privy vault or cesspool, or connect any plumbing with a cesspool, or build 
or cause to be built any privy bi.ilding within the limits of the city of Spokane, except 
upon written permit from the city health officer. All applications for such permit 
must be in writing and accompanied by a certificate from the city engineer that the 
said premises are not within 150 feet of a public sewer. 

Sec. 113. No such privy vault, privy building, or cesspool shall be contracted 
within 20 feet of any house or residence, or building used as such, nor within 2 feet 
of the property line of such premises. 

Sec. 114. The walls of all privy vaults shall be of cement, concrete, cemented stone, 
or other impervious material, and the bottom must be smooth and level in surface. 

Sec 115. All vaults hereafter constructed must be not less than 4 feet wide (from 
front to rear) and 3 feet long, and must be closely joined to the privy building, and 
a ventilating pipe of wood or other material of not less than 6 inches in diameter shall 
extend from the top of the vault to 2 feet above the roof of the privy building, and 
the opening at the top of this pipe must be securely covered with copper wire fly 
screening. 

Sec 116. All privy buildings must be built according to specifications to be fur- 
nished by the health department. 

Sec. 117. All privy vaults, flush toilets, or other plumbing fixtures shall be disin- 
fected whenever so ordered by the health department. 

Sec. 118. The cover of the seat in privy buildings must be kept closed at all times 
when seat is not in use. 

Sec 119. The cover for the vault at the rear of the building must be kept closed 
all the time except when vault is being cleaned. 

Sec 120. The door of the privy building must be made self-closing by moans of a 
spring, weight, or other device, and must not be allowed to remain open at any time. 

Sec 121. No wash water, kitchen slops, or other liquid wastes, garbage, tin cans, 
crockery, or glass shall be emptied or thrown into any privy vault. 

Sec 122. No bodily waste or excreta from any person suffering from typhoid fever, 
dysentery, or other serious bowel trouble shall be deposited in any privy or privy 
vault, or dumped into any sewer, without being previously disinfected in such manner 
as may be approved by the health officer in conformity with regulations of the State 
board of health. 

Sec 123. In any of the more thickly populated parts of the city the health depart- 
ment may condemn privy vaults and other cesspools and flush toilets to replace them. 

Sec 124. All privy vaults without curbing or with foul or rotten wooden curbing, 
or inadequate or partially caved, or otherwise defective in the judgment of the health 
officer, and all privy buildings too old or too dilapidated to be made to conform with 
the requirements of this ordinance, and all cesspools without curbing, or inadequate 
either in size or covering, or caved, or in any manner dangerous to the public health 
shall be condemned by the health officer, and a new privy vault, privy building, or 
cesspool shall be constructed within not less than 10 days from the date of condemna- 
tion. In either case, notice of condemnation must be posted on the premises and a 
copy served on the owner or his agent, or leftat the residence or office of either. 

Sec 125. All contractors or other persons employing men in constructing buildings, 
street improvements, or other similar work shall provide such temporary privies as 
will meet with the approval of the health department and must care for same as may 
be required by the health department. 



